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industry’s most popular readout 



tubes ! 


There’s a good reason . . . several, in fact . . . why Nixie Indicator Tubes are so widely used 
throughout the electronics industry. More manufacturers choose Nixie readouts over all others 
because they have • longest life (200,000 hours — 25 years) • constant brightness • best 
readability from every angle • lowest cost • smallest size * most rugged construction. And 
what’s more, Nixie Tube character shapes are naturally easier to read. 

There’s a Nixie Tube for every readout application. From jumbo to standard to miniature size, 
from special character to numeral display, the outstanding performance remains the same. It’s 
easy to see why Nixie Tubes are the industry’s favorite. 



Write for complete data on the 
NIXIE Indicator Tube line. 
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